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Disclosure  to  Promote  the  Right  To  Information 

Whereas  the  Parliament  of  India  has  set  out  to  provide  a  practical  regime  of  right  to 
information  for  citizens  to  secure  access  to  information  under  the  control  of  public  authorities, 
in  order  to  promote  transparency  and  accountability  in  the  working  of  every  public  authority, 
and  whereas  the  attached  publication  of  the  Bureau  of  Indian  Standards  is  of  particular  interest 
to  the  public,  particularly  disadvantaged  communities  and  those  engaged  in  the  pursuit  of 
education  and  knowledge,  the  attached  public  safety  standard  is  made  available  to  promote  the 
timely  dissemination  of  this  information  in  an  accurate  manner  to  the  public. 
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FOREWORD 

This  Indian  Standard  (First  Revision)  was  adopted  by  the  Bureau  of  Indian  Standards,  after  the  draft  finalized 
by  tlie  Shipbuilding  Sectional  Committee  had  been  approved  by  the  Transport  Engineering  Division  Council. 

This  standard  was  first  published  in  1966,  In  this  revision  changes  in  signs,  specially  pertaining  to  ventilators 
iiavc  been  made. 

In  order  lo  achieve  harmony  with  the  international  practices,  this  standard  is  based  on  ISOZR  644:1967 
Conventional  signs  to  be  used  in  schemes  for  the  installations  of  ventilation  systems  in  ships'  brought  out  by 
International  Organization  for  Standardization  (ISO). 

IS  9752: 1981  'Conventional  signs  for  the  installation  of  ships'  ventilation  and  pipelines  systems'  elaborately 
cover  all  signs  for  ships'  ventilation  and  pipeline  systems.  This  Indian  Standard  covers  typical  signs  for 
installation  of  ventilation  systems  in  ships. 
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(  First  Revision  ) 


1     SCOPE 


1,2  Conventional  signs,  not  covered  in  this  standard 

«  1  -ru*    T  J-  c*     J    J  *•      1    ■  n^ay  be  derived  from  the  General  conventional  signs 

1.1  This  Indian  Standard  covers  conventional  signs  ,       .j.  i      .    .  ,    .        ^    ..  ,     i 

,     .  ,.         ,  f^u*ii*'  c  by  adding  an  elucidation  to  the  legend  of  tlie  drawing, 

to  be  used  in  schemes  for  the  installations  of       -^  ^  ^  ^ 

venlilation  systems  in  ships. 

2  GENERAL  CONVENTIONAL  SIGNS 


2.1   Duct 


OR 


2.1.1  Duct  with  Indication  of  Direction  of  Flow 


OR 


2.2  Apparatus  and  Fitting 

NOTE  —  The  square  should  be  either  mentioned  in  the  legend 
of  the  drawing  or  accompanied  by  special  abbreviations  indicating 
the  fitting  concerned. 


3     SIGNS  FOR  DUCTS  AND  DUCT  JOINTS 


3.1  Flexible  Duct 


J'\S\S\^ 


OR 
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3,2  Crossing  of  Ducts  Not  Connected 


OR 


3,3  Connection  of  Ducts 


OR 

i. 


3.4  Compensating  Joint  with  Gland 


OR 


3.5  Bulkhead  Crossing,  Watertight,  Fire  Resistant 


1 


T 

OR 


H'- 


3,6  Bulkhead   Crossing,    Non-Watertight 
Non-Fire  Resistant 
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1 


T 

OR 


3.7  Duct  Going  Upwards  (+) 


4 


OR 


d"^ 


3.8  Duct  Going  Downwards  (-) 


7= 


OR 


1^ 


3.9  Vanes 


OR  OR 
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4     SIGNS  FOR  APPLIANCES  AND  FITTINGS 


4.1   Butterfly  Damper 


^ 

x^ 

OR 

4,2  Changeover  Damper 


// 


h 


^^s:\ 


OR 


^ 


%. 


4.3  Reducing  Damper 


•^ 


OR 


4.4  Distributing  Damper 


i^ 


^ 

f 

n 


%. 


*The  arrow  gives  the  direction  of  flow  of  the  air,  but  need  not  be  drawn  in  drawings  and/or  schemes. 

4 


4.5  Fire  Damper 
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>•< 


X' 


OR 


^\^ 


4.6  Air  Filter 


4.7  Silencer 


m 
j_i 


4*8  Normal  Air  Outlet  (i) 

NOTK        Indication  for  inlel:  t 


□D 


OR 


*1  he  arrow  gives  the  direction  of  flow  of  the  air,  but  need  not  be  drawn  in  drawings  and/or  schemes. 
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4.9  Punkah  Louvre  Outlet 


w 


OR 


4.10  Diffuser  Outlet 


"TV" 

.i i. 


o 


1 — ^ 

OR 

"W" 


o 


'  Ihc  arrow  gives  the  direction  of  flow  of  the  air,  but  need  not  be  drawn  in  drawings  and/or  schemes. 


4.11  Anemostat  Outlet 
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OR 


7—%. 


4.12  Silencer  ivith  Di^ffuser  Outlet 


XX 


7^ 


m 


7~T 

OR 


XT 


7^ 


A 


5    SIGNS  FOR  VENTILATORS 


5.1  IXirnable  Supply  Ventilator  Cowl 


OR 


tC     c 


^'ITie  arrow  gives  the  direction  of  flow  of  the  air,  but  need  not  be  drawn  in  drawings  and/or  schemes. 

7 


IS  3733  :  2000 


5.2  Fixed  Supply  Ventilator  Cowl 


\/      V 


OR 


5.3  T\irnable  Exhaust  Ventilator  Cowl 


OR 

5>      &> 


5.4  Fixed  Exhaust  Ventilator  Cowl 


5.5  Exhaust  Wall  Ventilator  Cowl 


^       /N 


OR 


H    W 


^„^ 


OR 


l^       l>3 


5.6  Mushroom  Ventilator 

NOTE        Where  applicable  with  indication:  with  screen. 


OR 
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5.7  Mushroom  Ventilator  with  Closing  Device 

NOTE  —  Where  l^>plicab1e  with  indication:  with  screen. 


I  ..    I 


OR 


5.8  Swan  Neck  Ventilator 


OR 

GZ)      • 


5.9  Swan  Neck  Ventilator  with  Closing  Device 


f^  n 


OR 


CO    — O 


5.10  Swan  Neck  Ventilator  with  Flame-Arresting 
Gaiize 


f?^   n 


OR 


5.11   Swan  Neck  Ventilator  with  Flame-Arresting 
Gauze  and  Closing  Device 


fn) 


n 


OR 


^  -# 
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5.12  Swan  Neck  Ventilator  with  Flame-Arresting 
Gauze  and  Automatic  Closing  Device  with  Ball 


fa^ 


n 


OR 


6   VARIOUS  CONVENTIONAL  SIGNS 
6.1  Centrifugal  Supply  Fan 


GP-c 


a 


ORf— }^ 


6.2  Centrifugal  Exhaust  Fan 


-$7o«[z;] 


6.3  Axial  Supply  Fan 


6.4  Axial  £xhaust  Fan 


6.5  Diffuser 


A 

"} 

^ 

OR 

^ 


10 


6.6  Moisture  Eliminator 
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6.7  Humidifying  Section 


OR 


6.8  Air  Heater 


m 


6.9  Air  Cooler 


6,10  Fresh  Air  Grill 


OR 


11 
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6.11  Vicious  Air  Discharge  Grill 


OR 


6.12  Air  Conditioning  Unit 


OR 


12 
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